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RE: Philip Morns 

A-24 "Week, Randomized, Controlled Study to Evaluate Exposure to Smoke 
Constituents of Marlboro Lights and Marlboro Ultra Lights Compared to Marlboro 
(Full Flavor) Cigarettes in Adult Smokers During Unrestricted Smoking, Protocol No. 
479-02, Protocol dated July 21, 2003, Protocol Amendment 1 dated July 29, 
2003,Protocol Amendment 2 dated August 14, 2003 

Dear Dr. Swearingen: 

On September 12, 2003, Sam VanPelt, a member of the MDS Pharma Services Institutional 
Review Board and designated to do expedited reviews, considered and approved the 
certifications from the translating company dated September 11, 2003, certifying that the 
English version of the following documents have been translated to Spanish: 

Diary 

Diary Instructions 
Urine Collection Instruction Sheet 
Product Assessment Questionnaire 
Smoking Behavior Questionnaire 

Diet, Consumption and Physical Activity Questionnaire 

Copies of the certificates of translation dated September 11, 2003 are enclosed for your 
records. 

Philip Morris, USA, the sponsor of this study, has been notified of this action by receipt of a 
signed copy of this letter and copies of the certificates of translation dated September 11, 

2003. 
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Source: https://www.industrydocuments.ucsf.edu/docs/mypx0001 
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The Board is fully aware of the regulations governing institutional review boards (Part 56 of 
Tide 21 of the Code of Federal Regulations) and believes that its operations are in 
compliance with those regulations. 



c: flans-Juergen Roethig, M.D., Ph.D., F.C.P., F.F.P.M. 
Philip Morris USA 
615 Maury Street 
Richmond, VA 23261-6583 
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Source: https://www.industrydocuments.ucsf.edu/docs/mypx0001 




